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Message Text 


LIMITED OFFICIAL USE KINGSTON 2469 
E.O. 11652: N/A 

TAGS: ASEC 

SUBJECT: REQUEST FOR WALK-THRU METAL DETECTOR 

1 . IT IS REQUESTED THAT ONE METAL DETECTOR, SENTRIE 
MODEL FS-2W, BE FORWARDED TO POST TO BE USED IN NEW 
CONSULATE FACILITY. 

2. ASSISTANCE GREATLY APPRECIATED. 

HAVERKAMP 
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